ANNEXUREA 


TABLE 1: ITEMS ON TRANSVERSAL CONTRACTS 


# 

TENDER NUMBER 

ITEM CODE 

ITEM DESCRIPTION 

SUPPLIER NAME 

UNIT OF 

MEASURE 

PRICE (15% VAT 
INCL.) 

BRAND NAME 

COUNTRY OF 

ORIGIN 

DELIVERY 

(DAYS) 

RT296-2019 

1 

RT296-2020 

RT296-08-269 

Mask, face, aseptic: Dust/Mist Respirator 

1 Box 20 Pieces 

Exampli Gratia: 3M - 8710 Dust/Mist Respirator 

ICN: 18-016-6440 BX 

Safarmex (PtYes) Ltd 

box 

R 119,73 

Saclin 

China 

3 

2 

RT296-2020 

RT296-08-270 

Mask, face, aseptic: Fluid Resistant, Molded, Blue 

1 Box 50 Pieces 

Exampli Gratia: 3M - 1942FB 

ICN: 18-971-2448 BX 

The Dental Warehouse - A 
Henry Schein Company 

box 

R 176,66 

Henry Schein 

Europe 

45 

3 

RT296-2020 

RT296-08-270 

Mask, face, aseptic: Fluid Resistant, Molded, Blue 

1 Box 50 Pieces 

Exampli Gratia: 3M - 1942FB 

ICN: 18-971-2448 BX 

3M South Africa PtYes Ltd 

box 

R 661,98 

Fluid Resistant 

Masks 

Germany 

1-2 months 

4 

RT296-2020 

RT296-08-271 

Mask surgical: Single use, fluid resistant with elastic ear loops 

ICN: 18-970-1719 PK 

Biologica Pharmaceuticals 
(PtYes) Ltd 

pack 

R 26,65 

Dochem 

China 

30 

5 

RT296-2020 

RT296-08-271 

Mask surgical: Single use, fluid resistant with elastic ear loops 

ICN: 18-970-1719 PK 

New Age Medident 

pack 

R 43,00 

Asa 

Italy 

30 

8 

RT296-2020 

RT296-10-012 

Sanitizer-detergent, general purpose, dental: Surface Disinfectant, All Surfaces, 
Bromonitropane-diol and Non corrosive, effective against broad spectrum of 
antimicrobials, Spray 

1 Bottle 500ml 

Exampli Gratia: Steri-Safe Steri 201 

ICN: 18-008-3374 BT 

Vital Life Medical Distributors 
(Pty) Ltd 

bottle 

R 40,37 

SteriTech 

South Africa 

47 

10 

RT296-2020 

RT296-10-014 

Sanitizer-detergent, general purpose, dental: Vacuum System Cleanser, Non- 
Foaming, Non-corrosive Concentrate able to dissolve impression material, organic 
tissue, bone fragements, rope- like siliva, and other odour formimg bacteria and 
dental debris 

5L bottle to make 176 L 

Exampli Gratia: Purevac 5L (2115) 

ICN: 6520-18-970-7849 BT 

Vital Life Medical Distributors 
(Pty) Ltd 

bottle 

R 106,91 

PrimeSafe 

South Africa 

49 
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RT32-2019 

11 

RT32-2019 

42131601-00005 

Apron, plastic, full body, single use, no-noise smooth plastic material 

Length from neck: not less than 110cm 

Width: not less than 65cm 

Thickness: 25 micron 

Ties length: not less than 50cm 

Width: not less than 5cm 

Each Colour: YELLOW 

CENTRAL MEDICAL 

EACH 

R 0,32 

HYGIENIC AND 

PROTECTIVE 

CHINA 

21 

12 

RT32-2019 

42131601-00006 

Apron, plastic, full body, single use, no-noise smooth plastic material 

Length from neck: not less than 110cm 

Width: not less than 65cm 

Thickness: 25 micron 

Ties length: not less than 50cm 

Width: not less than 5cm 

Each Colour: LIGHT-GREEN 

CENTRAL MEDICAL 

EACH 

R 0,32 

HYGIENIC AND 

PROTECTIVE 

CHINA 

21 

13 

RT32-2019 

42295407-00000 

Mask surgical face, Type 1: Fluid mask without eyeshield, single use. 

The mask should be made from four layers of fabric and pleated horizontally with 
three pleats. 

Have four tie backs for fastening to head 

Fit a wide range of face shapes and sizes to permit easy breathing 

Have a strip of foam rubber at the top edge at the back and a nose piece of flexible 
material at the front which enable the mask to be shaped around the nose and face. 
Packaging should indicate: 

Bacterial filtration efficiency, latex content, classification and type. 

Box of 50 

(Note: Not the N95 mask) 

CHEMICAL WORLD 

BOX 

R 14,95 

EVERSAFE 

CHINA 

21 
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14 

RT32-2019 

42295407-00003 

Particulate filtering half mask: Disposable 

Description: Particulate filtration respirators used for protection against airborne 
diseases such as tuberculosis. 

• a particulate filtration half mask must cover the chin, mouth and nose; it may/ may 
not have an exhalation valve 

• The particulate filtration respirator must not disintegrate during continuous or 
intermittent use in a 12 hour work day. 

• Parts of the particulate filtration respirator that are more likely to come into 
contact with the wearer must be hypo-allergenic. 

• Filter performance must meet standards relevant to the specific respirator 
classification. 

• The respirator must have an adjustable/self-adjustable head harness which 
ensures ease of donning or removal of the respirator. 

• The particulate filtration respirator shall have a filtration efficiency . 

• The particulate filtration respirator shall have the equivalent of an external 
hydrophobic fabric layer for droplet protection. 

Labeling: 

1. Name or trademark 

2. Filter efficiency/classification 

3. Approval number 

4. Standard compliance 

5. Size of the respirator 

Sizes: Small and regular 

Box of 30 

LIORA MEDICAL SUPPLIES 

EACH 

R 5,35 

FLUIDSHILED 

USD 

10 

16 

RT32-2019 

42295407-00006 

Mask surgical face, Type 1: Fluid mask with eye shield. 

Features of eye shield: 

Clear PVC 0.1mm thickness, 89% light transmittance, superior anti-fog coating, zero 
optical distortion. 

Features of mask: 

Made of four layers of fabric and pleated horizontally with three pleats. Have four 
tie backs for fastening to head, 

A strip of foam at the top edge at the back and a nose piece of flexible material at 
the front which enable the mask to be shaped around the nose and face. 

Packaging should indicate: 

Bacterial filtration efficiency, latex content, classification and type. 

Box of 25 

ALLENCO MEDICAL AND 

DENTAL SUPPLIES 

BOX 

R 5,71 

HALYARD 

MEXICO 

21 

RT76-2020 

17 

RT76-2020 

42132203-00019 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex),single use,Powder free, Ambidextrous. SANS 11193-1,Box of 100 gloves, Size: 
Small 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,00 

EXAMPRO 

MALAYSIA 

21 

18 

RT76-2020 

EVERGREEN LATEX CC 

Box of 100 

R49,86 

EVERGREEN 

SOUTH AFRICA 

21 

19 

RT76-2020 

42132203-00020 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex),single use,Powder free, Ambidextrous. SANS 11193-1,Box of 100 gloves, 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,00 

EXAMPRO 

MALAYSIA 

7 
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20 

RT76-2020 


bize:meaium 

EVERGREEN LATEX CC 

Box of 100 

R49,86 

EVERGREEN 

SOUTH AFRICA 

21 

21 

RT76-2020 

42132203-00021 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex),single use,Powder free, Ambidextrous. SANS 11193-l,Box of 100 gloves, Size: 
Large 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,00 

EXAMPRO 

MALAYSIA 

21 

22 

RT76-2020 

EVERGREEN LATEX CC 

Box of 100 

R49,86 

EVERGREEN 

SOUTH AFRICA 

7 

23 

RT76-2020 

42132203-00022 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex), single use,Powder free. Ambidextrous. SANS 11193-l,Box of 100 gloves, Size: 
X-Large 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,00 

EXAMPRO 

MALAYSIA 

21 

24 

RT76-2020 

ACCESS MEDICAL (PTY) LTD 

Box of 100 

R49,53 

PROGRIP 

MALAYSIA 

21 

25 

RT76-2020 

42132203-00023 

Glove, examination, non-sterile, type 2 (gloves made primarily from nitrile rubber 
latex, polychloroprene rubber latex, styrene-butadiene rubber solution, styrene- 
butadiene rubber emulsion or thermoplastic-elastomer solution), single use,Powder 
free, Ambidextrous.SANS 11193-l,Box of 100 gloves, Size: Small 

MEDTEX (PTY) LTD 

Box of 100 

R42.88 

MEDTEX 

INDONESIA 

7 

26 

RT76-2020 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,60 

PROCARE 

MALAYSIA 

21 

27 

RT76-2020 

MEDI-CORE TECHNOLOGIES 
(PTY) LTD 

Box of 100 

R47,86 

PROGRIP NITRILE 

MALAYSIA 

14 

28 

RT76-2020 

42132203-00024 

Glove, examination, non-sterile, type 2 (gloves made primarily from nitrile rubber 
latex, polychloroprene rubber latex, styrene-butadiene rubber solution, styrene- 
butadiene rubber emulsion or thermoplastic-elastomer solution),single use,Powder 
free, Ambidextrous.SANS 11193-l,Box of 100 gloves. Size: Medium 

MEDTEX (PTY) LTD 

Box of 100 

R42.88 

MEDTEX 

INDONESIA 

14 

29 

RT76-2020 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,60 

PROCARE 

MALAYSIA 

14 

30 

RT76-2020 

MEDI-CORE TECHNOLOGIES 
(PTY) LTD 

Box of 100 

R47,86 

PROGRIP NITRILE 

MALAYSIA 

14 

31 

RT76-2020 

42132203-00025 

Glove, examination, non-sterile, type 2 (gloves made primarily from nitrile rubber 
latex, polychloroprene rubber latex, styrene-butadiene rubber solution, styrene- 
butadiene rubber emulsion or thermoplastic-elastomer solution),single use,Powder 
free, Ambidextrous.SANS 11193-l,Box of 100 gloves, Size: Large 

MEDTEX (PTY) LTD 

Box of 100 

R42.88 

MEDTEX 

INDONESIA 

14 

32 

RT76-2020 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,60 

PROCARE 

MALAYSIA 

14 

33 

RT76-2020 

MEDI-CORE TECHNOLOGIES 
(PTY) LTD 

Box of 100 

R47,86 

PROGRIP NITRILE 

MALAYSIA 

14 

34 

RT76-2020 

42132203-00026 

Glove, examination, non-sterile, type 2 (gloves made primarily from nitrile rubber 
latex, polychloroprene rubber latex, styrene-butadiene rubber solution, styrene- 
butadiene rubber emulsion or thermoplastic-elastomer solution),single use,Powder 
free, Ambidextrous.SANS 11193-l,Box of 100 gloves. Size: X-Large 

MEDTEX (PTY) LTD 

Box of 100 

R42.88 

MEDTEX 

INDONESIA 

7 

35 

RT76-2020 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R46,60 

PROCARE 

MALAYSIA 

14 

36 

RT76-2020 

MEDI-CORE TECHNOLOGIES 
(PTY) LTD 

Box of 100 

R48,86 

PROGRIP NITRILE 

MALAYSIA 

14 

37 

RT76-2020 

42132203-00027 

Glove, Examination, non-sterile. Type l(gloves made primarily from natural rubber 
latex),Glove shall be coloured for easy identification (excluding red colour) Powder 
free,For High risk use (e.g. postmortem),Textured surface and cut cuff, Length: not 
less than 290mm, Ambidextrous. SANS 11193-l,Size: Small, Box of 50 gloves 

EVERGREEN LATEX CC 

Box of 50 

R78,00 

EVERGREEN 

SOUTH AFRICA 

14 
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38 

RT76-2020 

42132203-00028 

Glove, Examination, non-sterile. Type l(gloves made primarily from natural rubber 
latex),Glove shall be coloured for easy identification (excluding red colour) Powder 
free,For High risk use (e.g. postmortem),Textured surface and cut cuff, Length: not 
less than 290mm, Ambidextrous. SANS 11193-l,Size: Medium, Box of 50 gloves 

EVERGREEN LATEX CC 

Box of 50 

R78,00 

EVERGREEN 

SOUTH AFRICA 

14 

39 

RT76-2020 

42132203-00029 

Glove, Examination, non-sterile. Type l(gloves made primarily from natural rubber 
latex),Glove shall be coloured for easy identification (excluding red colour) Powder 
free,For High risk use (e.g. postmortem),Textured surface and cut cuff, Length: not 
less than 290mm, Ambidextrous. SANS 11193-l,Size: Large, Box of 50 gloves 

EVERGREEN LATEX CC 

Box of 50 

R78,00 

EVERGREEN 

SOUTH AFRICA 

14 

40 

RT76-2020 

42132203-00030 

Glove, Examination, non-sterile. Type l(gloves made primarily from natural rubber 
latex),Glove shall be coloured for easy identification (excluding red colour) Powder 
free,For High risk use (e.g. postmortem),Textured surface and cut cuff, Length: not 
less than 290mm, Ambidextrous. SANS 11193-l,Size: X-Large, Box of 50 gloves 

EVERGREEN LATEX CC 

Box of 50 

R78,00 

EVERGREEN 

SOUTH AFRICA 

14 

41 

RT76-2020 

42132203-00033 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex),, single use, Ambidextrous, SANS 11193-1, packaged as pairs in sterile 
packages, Size: Small, 50 pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R95,72 

EVERGREEN 

SOUTH AFRICA 

14 

42 

RT76-2020 

42132203-00034 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex), Latex, single use, Ambidextrous, SANS 11193-1, packaged as pairs in sterile 
packages, Size: Medium, 50 pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R95,72 

EVERGREEN 

SOUTH AFRICA 

14 

43 

RT76-2020 

42132203-00035 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex), Latex, single use. Ambidextrous, SANS 11193-1, packaged as pairs in sterile 
packages, Size: Large, 50 pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R95,70 

EVERGREEN 

SOUTH AFRICA 

14 

44 

RT76-2020 

42132203-00036 

Glove, examination, non-sterile, type l(gloves made primarily from natural rubber 
latex), Latex, single use, Ambidextrous, SANS 11193-1, packaged as pairs in sterile 
packages, Size: X-Large, 50 pairs per box of 100 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R90,00 

EXAMPROSTERILE 

MALAYSIA 

14 
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45 

RT76-2020 

42132203-00037 

Glove, examination, sterile, Type 2(gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution), Single use, Powder free, 
Ambidextrous. SANS 11193-1,Packaged as pairs in Sterile Packages, Size: Small, 50 
pairs of gloves, Box of 100 

EVERGREEN LATEX CC 

Box of 100 

R92,00 

EVERGREEN 

MALAYSIA 

14 

46 

RT76-2020 

42132203-00038 

Glove, examination, sterile, Type 2(gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution), Single use, Powder free, 
Ambidextrous. SANS 11193-1,Packaged as pairs in Sterile Packages, Size: Medium, 

50 pairs of gloves. Box of 100 

EVERGREEN LATEX CC 

Box of 100 

R92,00 

EVERGREEN 

MALAYSIA 

14 

47 

RT76-2020 

42132203-00039 

Glove, examination, sterile, Type 2(gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution), Single use, Powder free, 
Ambidextrous. SANS 11193-1,Packaged as pairs in Sterile Packages, Size: Large, 50 
pairs of gloves, Box of 100 

EVERGREEN LATEX CC 

Box of 100 

R92,00 

EVERGREEN 

MALAYSIA 

14 

48 

RT76-2020 

42132203-00040 

Glove, examination, sterile, Type 2(gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution), Single use, Powder free, 
Ambidextrous. SANS 11193-1,Packaged as pairs in Sterile Packages, Size: X-Large, 50 
pairs of gloves, Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R170,14 

NUGARD NITRIL 

STERILE 

MALAYSIA 

14 

49 

RT76-2020 

42132203-00041 

Glove, examination, sterile, Type 1 (gloves made primarily from natural rubber 
latex), Single use,Powder free,Elbow (extended) length for protection in obstetric 
and gynaecological procedures,Length: 450mm (min) /Thickness: Double 
wall.Textured surface and rolled rim cuff,SANS 11193-l,Packaged as pairs in Sterile 
Packages. Size: Small,25 pairs of gloves,Box of 50 

EVERGREEN LATEX CC 

Box of 50 

R348,00 

CUREXL 

SOUTH AFRICA 

7 

50 

RT76-2020 

42132203-00042 

Glove, examination, sterile, Type 1 (gloves made primarily from natural rubber 
latex), Single use,Powder free,Elbow (extended) length for protection in obstetric 
and gynaecological procedures,Length: 450mm (min) /Thickness: Double 
wall.Textured surface and rolled rim cuff,SANS 11193-l,Packaged as pairs in Sterile 
Packages. Size: Medium,25 pairs of gloves,Box of 50 

EVERGREEN LATEX CC 

Box of 50 

R348,00 

CUREXL 

SOUTH AFRICA 

21 

51 

RT76-2020 

42132203-00043 

Glove, examination, sterile, Type 1 (gloves made primarily from natural rubber 
latex), Single use,Powder free,Elbow (extended) length for protection in obstetric 
and gynaecological procedures,Length: 450mm (min) /Thickness: Double 
wall.Textured surface and rolled rim cuff,SANS 11193-l,Packaged as pairs in Sterile 
Packages. Size: Large,25 pairs of gloves,Box of 50 

EVERGREEN LATEX CC 

Box of 50 

R348,00 

CUREXL 

SOUTH AFRICA 

21 

52 

RT76-2020 

42132203-00044 

Glove, examination, sterile, Type 1 (gloves made primarily from natural rubber 
latex), Single use,Powder free,Elbow (extended) length for protection in obstetric 
and gynaecological procedures,Length: 450mm (min) /Thickness: Double 
wall.Textured surface and rolled rim cuff,SANS 11193-l,Packaged as pairs in Sterile 
Packages. Size: X-Large,25 pairs of gloves,Box of 50 

EVERGREEN LATEX CC 

Box of 50 

R348,00 

CUREXL 

SOUTH AFRICA 

21 

53 

RT76-2020 

42132205-00012 

Glove, surgical, sterile, type l(gloves made primarily from natural rubber latex), 
single use, Powder free, SANS 68, packaged as pairs in sterile packages, size: 6,50 
pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R 148,00 

CUREX 

SOUTH AFRICA 

21 

54 

RT76-2020 

42132205-00013 

Glove, surgical, sterile, type l(gloves made primarily from natural rubber latex), 
single use, Powder free, SANS 68, packaged as pairs in sterile packages, size: 6.5,50 
pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R 148,00 

CUREX 

SOUTH AFRICA 

21 
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55 

RT76-2020 

42132205-00014 

Glove, surgical, sterile, type l(gloves made primarily from natural rubber latex), 
single use, Powder free, SANS 68, packaged as pairs in sterile packages, size: 7,50 
pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R 148,00 

CUREX 

SOUTH AFRICA 

21 

56 

RT76-2020 

42132205-00015 

Glove, surgical, sterile, type l(gloves made primarily from natural rubber latex), 
single use, Powder free, SANS 68, packaged as pairs in sterile packages, size: 7.5,50 
pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R 148,00 

CUREX 

SOUTH AFRICA 

14 

57 

RT76-2020 

42132205-00016 

Glove, surgical, sterile, type l(gloves made primarily from natural rubber latex), 
single use, Powder free, SANS 68, packaged as pairs in sterile packages, size: 8,50 
pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R 148,00 

CUREX 

SOUTH AFRICA 

14 

58 

RT76-2020 

42132205-00017 

Glove, surgical, sterile, type l(gloves made primarily from natural rubber latex), 
single use, Powder free, SANS 68, packaged as pairs in sterile packages, size: 8.5,50 
pairs per box of 100 

EVERGREEN LATEX CC 

Box of 100 

R 148,00 

CUREX 

SOUTH AFRICA 

14 

59 

RT76-2020 

42132205-00018 

Glove, surgical, sterile, type l(gloves made primarily from natural rubber latex), 
single use, Powder free, SANS 68, packaged as pairs in sterile packages, size: 9,50 
pairs per box of 100 

PROMED TECHNOLOGIES (PTY) 
LTD 

Box of 100 

R129,00 

SURGIPRO 

MALAYSIA 

14 

60 

RT76-2020 

42132205-00020 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution), Single use, Powder free, One 
pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning. To comply with the latest issue of SANS 68 

Packaged as pairs in Sterile Packages. Size: 6. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 

61 

RT76-2020 

42132205-00021 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free, One 
pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning. To comply with the latest issue of SANS 68 

Packaged as pairs in Sterile Packages. Size: 6.5. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 

62 

RT76-2020 

42132205-00022 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free, One 
pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning. To comply with the latest issue of SANS 68 

Packaged as pairs in Sterile Packages. Size: 7. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 
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63 

RT76-2020 

42132205-00023 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free, One 
pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning. To comply with the latest issue of SANS 68 

Packaged as pairs in Sterile Packages. Size: 7.5. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 

64 

RT76-2020 

42132205-00024 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free, One 
pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning. To comply with the latest issue of SANS 68. Packaged as 
pairs in Sterile Packages. Size: 8. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INFONESIA 

21 

65 

RT76-2020 

42132205-00025 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free, One 
pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning. To comply with the latest issue of SANS 68 

Packaged as pairs in Sterile Packages. Size: 8.5. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

21 

66 

RT76-2020 

42132205-00026 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free, One 
pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning. To comply with the latest issue of SANS 68 

Packaged as pairs in Sterile Packages. Size: 9. 50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R609,13 

NUZONE 

MALAYSIA 

21 
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67 

RT76-2020 

42132205-00029 

Glove, surgical, sterile. Type 1 (gloves made primarily from natural rubber latex), 
Single use, Powder free, Microtextured, for neuro, ophthalmic and reconstructive 
procedures. 

One pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning, 

Packaged as pairs in Sterile Packages. To comply with the latest issue of SANS 68. 

Size: 6. 50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R245,38 

ULMA PF 

MALAYSIA 

21 

68 

RT76-2020 

42132205-00030 

Glove, surgical, sterile. Type 1 (gloves made primarily from natural rubber latex), 
Single use, Powder free, Microtextured, for neuro, ophthalmic and reconstructive 
procedures. 

One pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning, 

Packaged as pairs in Sterile Packages. To comply with the latest issue of SANS 68. 

Size: 6.5 

50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R245,38 

ULMA PF 

MALAYSIA 

21 

69 

RT76-2020 

42132205-00031 

Glove, surgical, sterile. Type 1 (gloves made primarily from natural rubber latex), 
Single use, Powder free, Microtextured, for neuro, ophthalmic and reconstructive 
procedures. 

One pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning, 

Packaged as pairs in Sterile Packages. To comply with the latest issue of SANS 68. 

Size: 7 

50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R245,38 

ULMA PF 

MALAYSIA 

21 

70 

RT76-2020 

42132205-00032 

Glove, surgical, sterile. Type 1 (gloves made primarily from natural rubber latex). 
Single use, 

Powder free, Microtextured, for neuro, ophthalmic and reconstructive procedures. 
One pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning, Packaged as pairs in Sterile Packages. To comply with 
the latest issue of SANS 68. Size: 7.5. 50 pairs of gloves 

Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R245,38 

ULMA PF 

MALAYSIA 

14 


Page 9 of 14 


Last updated: 2020/03/19 
















# 

TENDER NUMBER 

ITEM CODE 

ITEM DESCRIPTION 

SUPPLIER NAME 

UNIT OF 

MEASURE 

PRICE (15% VAT 
INCL.) 

BRAND NAME 

COUNTRY OF 

ORIGIN 

DELIVERY 

(DAYS) 

71 

RT76-2020 

42132205-00033 

Glove, surgical, sterile. Type 1 (gloves made primarily from natural rubber latex). 
Single use, 

Powder free, Microtextured, for neuro, ophthalmic and reconstructive procedures. 
One pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning, 

Packaged as pairs in Sterile Packages. To comply with the latest issue of SANS 68. 

Size: 8 

50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R245,38 

ULMA PF 

MALAYSIA 

14 

72 

RT76-2020 

42132205-00034 

Glove, surgical, sterile. Type 1 (gloves made primarily from natural rubber latex), 
Single use, Powder free, Microtextured, for neuro, ophthalmic and reconstructive 
procedures. 

One pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning, 

Packaged as pairs in Sterile Packages. To comply with the latest issue of SANS 68. 

Size: 8.5 

50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R245,38 

ULMA PF 

MALAYSIA 

14 

73 

RT76-2020 

42132205-00035 

Glove, surgical, sterile. Type 1 (gloves made primarily from natural rubber latex). 
Single use, 

Powder free, Microtextured, for neuro, ophthalmic and reconstructive procedures. 
One pair (1 left + 1 right) of gloves are folded & packed in a paper wallet. The paper 
wallet is packed in a plastic pouch which is sealed from all sides. Inner package shall 
be clearly marked with the size and the designation "left" or "L" or "right" or "R" on 
the package. Easy donning, Packaged as pairs in Sterile Packages. To comply with 
the latest issue of SANS 68. Size: 9. 50 pairs of gloves 

Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R245,38 

ULMA PF 

MALAYSIA 

14 

74 

RT76-2020 

42132205-00037 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free. 
Microtextured, for neuro, ophthalmic and reconstructive procedures. One pair (1 
left + 1 right) of gloves are folded & packed in a paper wallet. The paper wallet is 
packed in a plastic pouch which is sealed from all sides. Inner package shall be 
clearly marked with the size and the designation "left" or "L" or "right" or "R" on the 
package. Easy donning. Packaged as pairs in Sterile Packages. To comply with the 
latest issue of SANS 68. Size: 6. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 
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75 

RT76-2020 

42132205-00038 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free. 
Microtextured, for neuro, ophthalmic and reconstructive procedures. One pair (1 
left + 1 right) of gloves are folded & packed in a paper wallet. The paper wallet is 
packed in a plastic pouch which is sealed from all sides. Inner package shall be 
clearly marked with the size and the designation "left" or "L" or "right" or "R" on the 
package. Easy donning. Packaged as pairs in Sterile Packages. To comply with the 
latest issue of SANS 68. Size: 6.5. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 

76 

RT76-2020 

42132205-00039 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free. 
Microtextured, for neuro, ophthalmic and reconstructive procedures. One pair (1 
left + 1 right) of gloves are folded & packed in a paper wallet. The paper wallet is 
packed in a plastic pouch which is sealed from all sides. Inner package shall be 
clearly marked with the size and the designation "left" or "L" or "right" or "R" on the 
package. Easy donning. Packaged as pairs in Sterile Packages. To comply with the 
latest issue of SANS 68. Size: 7. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 

77 

RT76-2020 

42132205-00040 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free. 
Microtextured, for neuro, ophthalmic and reconstructive procedures. One pair (1 
left + 1 right) of gloves are folded & packed in a paper wallet. The paper wallet is 
packed in a plastic pouch which is sealed from all sides. Inner package shall be 
clearly marked with the size and the designation "left" or "L" or "right" or "R" on the 
package. Easy donning. Packaged as pairs in Sterile Packages. To comply with the 
latest issue of SANS 68. Size: 7.5. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 

78 

RT76-2020 

42132205-00041 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free. 
Microtextured, for neuro, ophthalmic and reconstructive procedures. One pair (1 
left + 1 right) of gloves are folded & packed in a paper wallet. The paper wallet is 
packed in a plastic pouch which is sealed from all sides. Inner package shall be 
clearly marked with the size and the designation "left" or "L" or "right" or "R" on the 
package. Easy donning. Packaged as pairs in Sterile Packages. To comply with the 
latest issue of SANS 68. Size: 8. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 
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79 

RT76-2020 

42132205-00042 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free. 
Microtextured, for neuro, ophthalmic and reconstructive procedures. One pair (1 
left + 1 right) of gloves are folded & packed in a paper wallet. The paper wallet is 
packed in a plastic pouch which is sealed from all sides. Inner package shall be 
clearly marked with the size and the designation "left" or "L" or "right" or "R" on the 
package. Easy donning. Packaged as pairs in Sterile Packages. To comply with the 
latest issue of SANS 68. Size: 8.5. 50 pairs of gloves. Box of 100 

MEDTEX (PTY) LTD 

Box of 100 

R495,08 

MEDTEX 

INDONESIA 

14 

80 

RT76-2020 

42132205-00043 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Single use, Powder free. 
Microtextured, for neuro, ophthalmic and reconstructive procedures. One pair (1 
left + 1 right) of gloves are folded & packed in a paper wallet. The paper wallet is 
packed in a plastic pouch which is sealed from all sides. Inner package shall be 
clearly marked with the size and the designation "left" or "L" or "right" or "R" on the 
package. Easy donning. To comply with the latest issue of SANS 68. Packaged as 
pairs in Sterile Packages. Size: 9. 50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R609,13 

NUZONE 

MALAYSIA 

14 

81 

RT76-2020 

42132205-00046 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Powder free, Must be a 
double gloving system, consisting of a coloured inner glove and a standard outer 
glove. Two complete sets of correct size surgical gloves in one package,with ease of 
donning, the second pair, to prevent the gloves from "sticking". Perforations in the 
outer glove should be noticeable i.e. show Perforations/tears in the outer glove via, 
gel leaking, or different colour inner glove showing the site of the tear. To comply 
with the latest issue of SANS 68. Packaged as pairs in Sterile Packages. Size on 
packaging: Inner glove size: 6.5 Outer glove Size: 7 25 Sets of double gloves. Box of 
100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R1 096,27 

MAXITEX DUPLEX 

MALAYSIA 

14 

82 

RT76-2020 

42132205-00047 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Powder free, Must be a 
double gloving system, consisting of a coloured inner glove and a standard outer 
glove. Two complete sets of correct size surgical gloves in one package, with ease of 
donning, the second pair, to prevent the gloves from "sticking". Perforations in the 
outer glove should be noticeable i.e. show Perforations/tears in the outer glove via, 
gel leaking, or different colour inner glove showing the site of the tear. To comply 
with the latest issue of SANS 68. Packaged as pairs in Sterile Packages. Size on 
packaging: Inner glove size: 7. Outer glove Size: 7.5. 25 Sets of double gloves. Box of 
100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R1 096,27 

MAXITEX DUPLEX 

MALAYSIA 

14 
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83 

RT76-2020 

42132205-00048 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Powder free, Must be a 
double gloving system, consisting of a coloured inner glove and a standard outer 
glove. Two complete sets of correct size surgical gloves in one package, with ease of 
donning, the second pair, to prevent the gloves from "sticking". Perforations in the 
outer glove should be noticeable i.e. show Perforations/tears in the outer glove via, 
gel leaking, or different colour inner glove showing the site of the tear. To comply 
with the latest issue of SANS 68. Packaged as pairs in Sterile Packages. Size on 
packaging: Inner glove size: 7.5. Outer glove Size: 8. 25 Sets of double gloves. Box of 
100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R1 096,27 

MAXITEX DUPLEX 

MALAYSIA 

14 

84 

RT76-2020 

42132205-00049 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Powder free, Must be a 
double gloving system, consisting of a coloured inner glove and a standard outer 
glove. Two complete sets of correct size surgical gloves in one package, with ease of 
donning, the second pair, to prevent the gloves from "sticking". Perforations in the 
outer glove should be noticeable i.e. show Perforations/tears in the outer glove via, 
gel leaking, or different colour inner glove showing the site of the tear. To comply 
with the latest issue of SANS 68. Packaged as pairs in Sterile Packages. Size on 
packaging:lnner glove size: 8. Outer glove Size: 8.5. 25 Sets of double gloves. Box of 
100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R1 096,27 

MAXITEX DUPLEX 

MALAYSIA 

14 

85 

RT76-2020 

42132205-00050 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Powder free, Must be a 
double gloving system, consisting of a coloured inner glove and a standard outer 
glove. Two complete sets of correct size surgical gloves in one package with ease of 
donning, the second pair, to prevent the gloves from "sticking". Perforations in the 
outer glove should be noticeable i.e. show Perforations/tears in the outer glove via, 
gel leaking, or different colour inner glove showing the site of the tear. To comply 
with the latest issue of SANS 68, Packaged as pairs in Sterile Packages. Size on 
packaging:lnner glove size: 8.5. Outer glove Size: 9. 25 Sets of double gloves. Box of 
100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R1 096,27 

MAXITEX DUPLEX 

MALAYSIA 

14 

86 

RT76-2020 

42132205-00051 

Glove, surgical, sterile. Type 2 (gloves made primarily from nitrile rubber latex, 
polychloroprene rubber latex, styrene-butadiene rubber solution, styrene-butadiene 
rubber emulsion or thermoplastic-elastomer solution). Powder free, Must be a 
double gloving system, consisting of a coloured inner glove and a standard outer 
glove. Two complete sets of correct size surgical gloves in one package, with ease of 
donning, the second pair, to prevent the gloves from "sticking". Perforations in the 
outer glove should be noticeable i.e. show Perforations/tears in the outer glove via, 
gel leaking, or different colour inner glove showing the site of the tear. To comply 
with the latest issue of SANS 68. Packaged as pairs in Sterile Packages. Size on 
packaging: Inner glove size: 9. Outer glove Size: 9.5. 25 Sets of double gloves. Box of 
100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R1 096,27 

MAXITEX DUPLEX 

MALAYSIA 

14 
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87 

RT76-2020 

42132205-00052 

Glove, clear plastic, surgical, sterile, Type 2 (gloves made primarily from nitrile 
rubber latex, polychloroprene rubber latex, styrene-butadiene rubber solution, 
styrene-butadiene rubber emulsion or thermoplastic-elastomer solution). Powder 
free, Ambidextrous, Sterility indicator shall appear on the outer packaging and glove 
pouch. Two gloves per packet with paper backing. Packed in a dispensing box in 
plastic pouches. Easy donning. To comply with the latest issue of SANS 68. Packaged 
as pairs in Sterile Packages. Size: Small. 50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R99,88 

AVACARE 

CHINA 

14 

88 

RT76-2020 

42132205-00053 

Glove, clear plastic, surgical, sterile, Type 2 (gloves made primarily from nitrile 
rubber latex, polychloroprene rubber latex, styrene-butadiene rubber solution, 
styrene-butadiene rubber emulsion or thermoplastic-elastomer solution). Powder 
free, Ambidextrous, Sterility indicator shall appear on the outer packaging and glove 
pouch. Two gloves per packet with paper backing. Packed in a dispensing box in 
plastic pouches. Easy donning. To comply with the latest issue of SANS 68. Packaged 
as pairs in Sterile Packages. Size: Medium. 50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R99,88 

AVACARE 

CHINA 

14 

89 

RT76-2020 

42132205-00054 

Glove, clear plastic, surgical, sterile, Type 2 (gloves made primarily from nitrile 
rubber latex, polychloroprene rubber latex, styrene-butadiene rubber solution, 
styrene-butadiene rubber emulsion or thermoplastic-elastomer solution). Powder 
free, Ambidextrous, Sterility indicator shall appear on the outer packaging and glove 
pouch. Two gloves per packet with paper backing. Packed in a dispensing box in 
plastic pouches. Easy donning. To comply with the latest issue of SANS 68. Packaged 
as pairs in Sterile Packages. Size: Large. 50 pairs of gloves. Box of 100 

SUPRA HEALTHCARE 
JOHANNESBURG (PTY) LTD 

Box of 100 

R99,88 

AVACARE 

CHINA 

14 
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